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The Margaret Eaton School Digital Collection is a not-for-profit resource created in 2014-2015 
to assist scholars, researchers, educators, and students to discover the Margaret Eaton School 
archives housed in the Peter Turkstra Library at Redeemer University College. Copyright of the 
digital images is the property of Redeemer University College, Ancaster, Canada and the images 
may not be copied or emailed to multiple sites without the copyright holder's express written 
permission. However, users may print, download, or email digital images for individual non- 
commercial use. To learn more about this project or to search the digital collection, go to 
http://libguides.redeemer.ca/mes. 




